AMENDMENT NO. 1 JANUARY 2023 


TO 
IS 17789 : 2022 GAS OIL — SPECIFICATION 
(Page 2, Clause 3.1, Para 2, line 2) — Add following line at the end: 
‘This gas oil used as refinery intermediate and not intended to be used as a fuel.’ 


[Page 2, Table 1, SI No. (iii), col 2] — Substitute ‘total sulphur, mass percent” for ‘Total sulphur, 
mass percent’ 


[Page 2, Table 1, SI No. (iii), col 3] — Substitute ‘1.5-3.5’ for ‘0.004-3.5’ 


(Page 2, Table 1) — Add the following below Table 1,”: 


‘2 Indian refineries may opt for lower sulphur content on the basis of agreement between seller and purchaser.’ 
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